DOCKET NO. PENN 83-97
Citation No. 2013980

20.  On December 14, 1982, Inspector Wehr issued
Citation No. 2013980 charging a violation of 30 C.F.R.

S 75.400 because of an accumulation of combustible material
around the track dusting machine.

21.  On December 14, 1982, there was an accumulation of
approximately 53 empty rock dust bags at No. 23 room along
the 2 Flat main haulage room in the subject mine. The bags
were piled in and around the track rock dusting machine.

22.  The bags had apparently been left by the prior
shift.  The rock duster has an electric motor and its power
is supplied by a cable. The cable was fully insulated.
Rock dust was present on the mine floor, approximately

16 inches deep,

23.  There were energized trolley wires and trolley
feeder wires approximately 20 feet from the area of the
empty bags. The rock duster was not operating at the time
the citation was issued.

24.  Respondent has a verbal clean up program which
provides that the crew using the bags pick them up before
they leave the mine, place them on a supply truck and park
it on a side chute until the next supply crew picks up the
truck and takes it to the outside.

25.  Respondent has been cited for this same condition
several times in the past.

Citation Ko. 2102666

26.  On December 15, 1982, Federal Coal Mine Inspector
Okey H. Wolfe issued Citation No. 2102666 charging a viola-
tion of 30 C.F.R. S 75,1106 because stored oxygen and acety-
lene cyliners were not properly secured.

27.  On December 15, 1982, there were four oxygen and
two acetylene cylinders stored in a block building at the
mouth of No. 5 flat belt in the subject mine, which cylin-
ders were not secured to prevent being accidentally tipped
over. The cylinders were pressurized.

1621rried 550 volts of direct current.
